eMillc'iei.t Motel 


P21620 


1111 E. Main Street (U S. 66, East end) 
Barstow, California 
Phone : 9851 

A nicely furnished, 15 unit motel with individually 
controlled air-conditioning. Full-tile showers. TV 
in units. Panelray vented heat. Some completely 
furnished Kitchenettes.. Quality* /restqfljrant across 
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